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16 September 1963 


Dear Rusty: 


3 
but the Source of the data considers it reliable, The 
angles given in the upper right-hand corner are in 
depression angles; all the data available at those 
depression angles within a five-degree azimuth increment 
was averaged together and Plotted, 


average over a band of frequencies at S-band, For a 
Single frequency, scintillations of + 6 to 10 db can 


be expected, Where horizontal lines show on the 


cannot be used or quoted outside of our immediate 
project down there, 
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